Sanitized Copy Approved for Release 2011/06/01 
CIA-RDP81-00280R001 300070055-2 ^ 


A' 

V 



2 


50X1-HUM 


Sanitized Copy Approved for Release 2011/06/01 : 
CIA-RDP81-00280R001 300070055-2 


Sanitized Copy Approved for Release 2011/06/01 : CIA-RDP81-00280R001300070055-2 



. 3D 1 

CLAsmnomom 

CENTRAL INTEUjSSct HMJmjr HtFQlTT 

INFORMATION REPORT co no 


50X1 -HUM 


COUNTRY SMt 


C*TF OiSTR. 23 Oototwr 1956 


5 OBJECT Main JUtadalatrAtloti for Bwy Chiw litqri 

1. 1956 mtrnriMX teqolmntf 

2. Short* £• of Rond Stool 

l LACE 

/ CQUIRED 

t \TE OF 

i;>fo. 


NO. OF PAGES 1 


NO. OF LNCLS- 


50X1 -HUM 


SUPPLEMENT TO 
REPORT NO. 



TtfXS 13 UKEVALUATED IRTORHATIOK 

50X1-HUM 


I.* Tb» naterial darsand of the liolo. Unit **f.r*» +.«*>•> ” . 

1956 inveataent program was us full ova; 

.« *. .. — r.,*» 

XI 3d of }iatarl*l 

1956 Dc*isr»,‘- ^ v c- 

(1-. 7 or.r) 6> t! 

- ir?"iy . * . : 
/•r ; . uV.*y “<• ' r 


J(syi» 

■4 • f I* V; : r ' _ - 

fytxyxi U, steel HP 8 - 18 

"6 T* •, <*:ji 

p;_ 

I and *U atcel l.'P 20-40 

265 r 

. 9 . } 

Fi i® bc.r a tool 

1,7*X5 ' 

. \ * 


V 1 


Th.t) aotal pi* to up to 3 mi 
Co;a^jrel«il ahoot of 5 no arc nor« 
l'o<i iua pi a to up to 5 nn 
l/o.ldad tuba* 

Portland caaont 
Save t Labor (cbm) 

Caraalc tuba* 


25 
:>r> 

-♦5 

51 

i6,c>r 

1,8;' A 

F60. 


In April 1956, tbare vaa * eo’ )ack o.* 
with the roault that construction irojoeta of -ho Vrii 
Heavy Cheaiatry ware celled Into qua? tioit, Viih th<? 
of round oonatructioi; work etvuld only 'x? do: c 

19!>6* An inquiry ooreernlcg thle orrbloa ssnt to 

t'i’nl.'ster fcr Che«i<s«3 Industry, who answered tmt, no r 
. *1 Ivered by tho West and that ho did not know vbo5 a 
counted upon** 


■ 1 1 

/•"* j 

5. > 
f». : 

.*5. : 

•5. 

"1 in tr t 7 P’. 

•j' r 5 oxrttioj f.‘ r 
’j". .1*- quo?-*? 

.it ui.'out .*uiy 
Winwr /Iris lor, 
d z* * * •- r rj 
i v ?ry o- .. J L-t 


50X1 -HUM 


S-E-C-R-F—T 

CLASSIFICATION HOrmw 


*T*T* 

X 

a*w 1 #q 

r»rtae 

P 

| DlSTRfBUTKJW | 


— 


r: 


[fi 

w> Jx 

fBi 

LJ 

! l .. ::i..J 




□ 


Sanitized Copy Approved for Release 2011/06/01 : CIA-RDP81-00280R001 300070055-2 





